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Photo Analysis cf Barleck Ruder 


Enclosed aye five preliminary dravings ef component parts of the 
Farlock Eadur whieh we believe will be of value te you while sdditious) 
photo analysis is continuing on these and other varta of the rudar. Two 
drawings are perspective views of the upper and lower antenna feeds, two 
are side view line drawings showing the anguisr relationship of the upper 
and lower antennn feeds to the focal sofint of their respective reflectors, 
ana oue is « drawing showing the wiring arrangement of the upper antenna 
feed. 


The drawings age not based on a oredetermined seale tut on a 
cirect proportional releticnship between component parts. They are not 
intended as final graphics and may be changed due to further analysis. 
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